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EMBASSY OF THE ARG -MTINE REPUBLIC 
TO THE ORGANIZATION OF ANERICAN STaTES 
Vashington, D.C., 
October 24, 1962 
Sir: 


I have the honor to inform you that my government has decided 
that the Navy of argentina will cooperate to the extent that may 
be necessary for the defense of the hemisphere, 


This decision has been taken in cognizance of the resolution 
adopted yesterday by the Provisional Organ of Consultation, and is 
confirmation of the position assumed by the arzsentine Covernment 
in face of the acts that now concern the -merican Continent, 


Accept, Sir, the renewed assurances of my highest consideration. 


(3) Rodolfo .lberto ‘eidmann 
Ambassador 


Dr, Alberto Zuleta Angel 

Chairman of the Council of the 
Organization of American States 

Tiashington, D.C. 
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